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CONFIDENTIAL PARIS 19535 

US OECD 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC COCOM RO US 

SUBJ: US MAGNETOMETERS TO ROMANIA AND HUNGARY, IL 1571 
REF: A) COCOM DOC (77) 426; B) COCOM DOC (77) 427 

1 . CANADIAN DEL RESERVED ON REFCASES AT COCOM MEETING 
JULY 5 AS HIS AUTHORITIES HAD NOT COMPLETED THEIR 
CONSIDERATION. REFCASES RESCHEDULED WITH JULY 19 DATE 
LIMITES. 

2. COMMENT: DELAY MAY IN SOME MEASURE BE ATTRIBUTED TO 
US OBJECTION TO CANADIAN MAGNETOMETER TO BULGARIA CASE 
-COCOM DOC (76) 1699. SALZMAN 
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